Technical Support: 

Please do not attempt to fix the product by yourself. If you are experiencing any 
problems with the product please do not return it to the store you bought it from. You 
can contact our technical support representatives and they will assist you with any 
questions you might have. 

For assistance operating your product please consult the User’s Manual first then, 
feel free to contact Merkury Innovations technical support: 

Merkury Innovations, LLC. 

45 Broadway, 3rd FI. New York, NY 10006 

www.merkuryinnovations.com 

E-mail: support@merkuryinnovations.com 


© 2018 Merkury Innovations, LLC 

To explore our full selection of products, visit us at: www.merkuryinnovations.com 

The following trademarks are registered in the U.S. and/or other countries. 
iPhone® is a trademark of Apple Inc., Galaxy S® and Galaxy Note® are trademarks of 
Samsung Electronics Co., LTD. 

The illustrated product and specifications may differ slightly from those supplied. 

All other trademarks and trade names are those of their respective owners. 
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User’s Manual for MI-UPM64 

Package Includes: 

Windshield & Dash Mount 
Dashboard Mounting Pad 
User’s Manual 


Features: 

• Compact and portable Windshield & Dash Mount 

• Strong silicone clamp for security when vehicle is in motion 

• Supports all devices up to 3.25" wide 






Detailed Instructions & Diagrams 

See main mount drawing for reference. 

Warning: Do not attach to surface with your device mounted 

• Clean designated windshield/dash area, removing dirt and dust, before 
attaching the mount to the surface. 

• Remove protective plastic film from the bottom of the suction cup. 

• Align to designated location on the windshield/dash and press the suction cup 
firmly against the surface. Press the lock lever down to suction on to the surface. 

• Turn the adjustment knob counter clockwise to loosen mount's head and easily 
adjust the angle. To tighten and secure the mount head, turn the knob clockwise. 

• Make sure the angle adjustment knob is tightened and that mount is secure 
before installing your device. 

• Use the mounting pad when a surface is not smooth. Remove the clear film from 
one side, place on the desired area, and remove the film from the exposed side. 
Attach the suction cup to the mounting pad. 



Silicone Grips 


Lock Lever 


Suction Cup 


Adjustable Arm 


Adjustable Knob 


Dashboard Mounting Pad 


• The Windshield Dash Mount adjusts to fit the desired size of devices up to 3.25". 

• Extend the Windshield Dash Mount arms, then place your device in 

the cradle and carefully release the arm so it adjust to the width of your device. 
The pressure will hold your device in place. 

• Make sure your device is secure before letting go of it. 




To Remove: 

• To remove your device from the mount, hold your device and then 
extend the arms to release your device from the mount. 


































